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2 _ eet LE Special Handles 
| hi f iy Fan as “Cushion Grip” plastic handles give extra comfort and 
nA | 1 AN epee tee , extra long service. Available on any Utica pliers or wrench. 


Red is standard color but a wide range of optional colors 
can be used for coding. When ordering, add letter “C’”’ to 
part number. (i.e. 41C0-5”.) 


Ribbed Cushion Throat wtica PATENT) TTS 


Designed for convenience and safety. Plastisol cushion holds short end of 
electrical or spring wire during and after cutting. When ordering, add letter 
“T” to part number. Available only on following tools: 40T-7”, 41T-+”, 
A1T-5”, 41T-6”, 447-5”, 46T-4”. 


SN 


No. 31 DUCK BILL WIRING PLIERS 
Long reach duck bill pliers. Serrated jaws. Size: 8”. 


No. 896 RADIO AND IGNITION CUTTING PLIERS 
For cutting and forming wire. Center cutter near tip 
of jaws. Size: 6”. | 


” No. 261 SPECIAL SHORT CHAIN NOSE CUTTING PLIERS 


Flush cutter near tip of jaws for close cuts. Size: 44” 
(formerly custom tool No. oe 


No. 23 NEW MIDGET SHORT CHAIN NOSE PLIERS 


Very thin nose for delicate electronic subminiature 
assembly. Sizes: 4”, 4%", 5”. 


No. 46 MIDGET DIAGONAL PLIERS 


Small, light, sturdy diagonal for work on small elec- 
tronic assemblies. Size: 4’. 


No. 42 DIAGONAL PLIERS 


Heavy pattern diagonal. Flush cutting edges, tapered 
jaws for cutting in confined areas. Size: 4”. 


No. 1033 LONG CHAIN NOSE PLIERS 


For general wiring. 342” nose and deep serrated jaws. 
Sizes: 6”, 7”. 


No. 654 LONG CHAIN NOSE SIDE CUTTING PLIERS 
Same as 1033 but with side cutter. Sizes: 6” 7”. 


No. 777 LONG NEEDLE NOSE PLIERS 
Long, spring tempered jaws for very fine work in as- 
sembling small electronic apparatus. Size: 6”. 


No. 776 CURVED LONG NEEDLE NOSE PLIERS 


Fine, spring tempered pliers with bent nose for offset 
work. Size: 6’. 





No. 38 SPECIAL DIAGONAL PLIERS 
Exceptionally fine construction of nose for precision 


work. Semi-flush edges. Size: 4” (formerly custom 
tool No. B644). 


No. 47 MIDGET DIAGONAL PLIERS 
Fine tapered nose for delicate work in confined areas. 
Flush jaws for close cutting. Size: 4’. 
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